ELLEN   TERRT
Terry made a success of the Bad Fairy. I cannot inform you whether she took a part in the pantomime of 1858, King of the Castle ; because, unfortunately, the Museum file of the Princess's play-bills ends early in 1858, and my own collection lacks this and other pantomime bills. She did not have a part in Aladdin or the Wonderful Lamp, in December, 1856.
I think the following is a correct list of Ellen Terry's early appearances on the stage, all at the Princess's under the Charles Kean management. April 28, 1856 (first appearance), Mam-illius in *TAe Winter s fale. October 15, 1856, Puck or Robin Goodfellow, a Fairy in Midsummer Night's Dream; December 2,6, 1857, the Fairy "Golden Star" in The White Cat Pantomime,
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